
IDP PROJECTS - 2013/14 - 2015/16 

DIRECTORATE: CIVIL ENGINEERING 

DIRECTORATE: CIVIL ENGINEERING 

2013-2014 REQUESTS 

AMOUNT 

2014-2015 REQUESTS 

AMOUNT 

2015-2016 REQUESTS 

AMOUNT 

SEWER TCP-UP FUNDING FOR HARTBEESFONTE1 N \AA/VTP 

R 7 500 000.00 

WATER W&ter supply to N12 development 

R 3 000 000.00 

ROADS: Pedestrian bridge along N12 

R10 000 000.00 

ROADS: CONSTRUCT! CN OF ACCESS ROAD. M4TLOSANA MALL 

R10 000 000.00 

WATER W&ter supply - Muranti 

R 12 000 000.00 

SEWER: Upgrade mechanical, electrical equipment and pu 

R4000 000.00 



WATER Water supply - Dawkinsville 

R4 000 000.00 

SEWER Structural repairs - aerobic reactor bridges & cdun 

R10 500 000.00 



WATER Khuma bulk water supply phase 3 

R 2 000 000.00 

SEWER Alabama ext 4 sewer network (1500) 

R36 000 000.00 



TOuMM PLAMMING: Township establishment - Jouberton 

R 2 000 000.00 

SEWER: Kanana ext 15 sewer network (1000) 

R 24 000 000.00 



TOMM PLANNING: Township establishment - Khuma 

R 2 000 000.00 

SEWER Sewer outfall ext 14 Kanana 

R6000 000.00 



ROADS: Resealing of roads 

R10 000 000.00 





ROADS: Construction of slip lanes 

R 2 000 000.00 





ROADS: Paving of various intersections 

R 2 000 000.00 





SEWER Upgrade Cutfall sewer line Jouberton 

R 20 000 000.00 





SEWER Upgrade sewer network Khuma proper 

R 5 500 000.00 





SEWER Upgrade main sewer line Irene Park 

R 2 000 000.00 





SEWER Upgrade AJabama/Jouberton ext 19 outfall sewer east 

R 6 500 000.00 





SEWER Tigane ext 5 (sewer connections for subdivided erven) 

R4000 000.00 




R 17 500 000.00 


R77 000 000.00 


R 90 500 000.00 

DIRECTORATE: ELECTRICAL ENGINEERING 

DIRECTORATE: ELECTRICAL ENGINEERING 



Upgrading llkV Distribution Network - all Suburbs 

R4000 000.00 





Cabling of Doringkruin to Monica sub-station 

R 12 000 000.00 





Upgrade electrical & water rreter reading system 

R 5 000 000.00 





High voltage @ Alabama 

R 8 000 000.00 





Fleet Management system 

R 5 000 000.00 





Budget quote for Jouberton 

R 3 000 000.00 





Fteplace fleet Africa vehicles 

R 14 000 000.00 




R 0.00 


R 51 000 000.00 



DIRECTORATE: RNANQAL SERVICES 

DIRECTORATE: FINANCIAL SERVICES 





Management information system 

R 3 000 000.00 





Risk management system 

R 5 000 000.00 





FinandaJ management system 

R 15 000 000.00 


R0.00 


R23 000 000.00 


R23 000 000.00 

DIRECTORATE: MUMQPAL AMD SOCIAL SERVICES 

DIRECTORATE: MUMQPAL AMD SOQAL SERVICES 



Fire engines 

R 5 000 000.00 





Satellite fire stations - German concept - for Jouberton, Khuma, AJ 

R 20 000 000.00 





Cement strips for Kosh cemetaries 

R 1 000 000.00 





Corrpletion of N12 beautification 

R4000 000.00 





Klerksdorp swimrring pool - renovations 

R 8 000 000.00 





Environmental educational centre faan maintjies 

R 2 500 000.00 





Conservation of heritage resource: Scott House 

R 1 000 000.00 





Conservation and development of Matlosana Struggle Heritage 3 

R 3 000 000.00 





Licensing: fensing of council buildings in Hartbeesfontein 

R 3 000 000.00 





□censing: Turning rad us (LEGISLATIVE REQUIREMENT) 

R 700 000.00 




R0.00 


R 48 200 000.00 



DIRECTORATE: MACRO PLAMMNG 

DIRECTORATE: MACRO PLAMMNG 



Maintenance of Market roof 

R 1 000 000.00 

Emerging Farmers Project 

R 1 000 000.00 





Upgrade Market Hall 

R 7 000 000.00 





Car wash project - Khurra 

R 500 000.00 





Slip road at Goudkoppie 

R 1 500 000.00 


R0.00 


R 1000 000.00 


RID 000 000.00 

DIRECTORATE: CORPORATE GOVERNANCE 

DIRECTORATE: CORPORATE GOVERNANCE 



Repair auditorium roof 

R 1000 000.00 

Upgrade of Auditorium - phase 1 

R 6 800 000.00 



Fteplacement of lift in dvic centre 

R 1 000 000.00 

Upgrade Alabama hall 

R 1 300 000.00 





Tables and chairs for halls 

R 500 000.00 





Upgrade kitchen in ballroom hall 

R 2 000 000.00 


R0.00 


R2 000 000.00 


RIO 600 000.00 


R 17 500 000.00 


R 202 200 000.00 


R 134 100 000.00 


